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1. NOT INSTAUED: R46. R75 

2. INSTALLED FOR LEXICHIP3 A ONLY; R40, R43 
INSTALLED FOR LEXICHIP3 B ONLY: R41 . R42 
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3 OAK PARK 
BEDFORD, MA 01730 



TITLE 

SCHEM.MAIN BD.MPX100 
LEXICHIP3, ROM/RAM, uPROC 
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